1971 


JANUARY 

JM PUBLIC SERVICE ANNOUNCEMENT: COURSE TO INCREASE SPEED AND COMPREHENSION 
DW STATEMENT FROM GWU IN RESPONSE TO "A RATING OF GRADUATE PROGRAMS" 

JL MRS. BENSON, NATIONAL PRESIDENT, LEAGUE OF WOMEN VOTERS TO SPEAK AT GWU 

JL DEVELOPING NEW HORIZONS FOR WOMEN TO BE OFFERED IN VIRGINIA 

JL DEVELOPING NEW HORIZONS FOR WOMEN TO BE OFFERED IN MARYLAND 

HW BOARD OF TRADE HOSTS LUNCHEON SALUTING 150TH ANNIVERSARY OF GWU 

JM PUBLIC SERVICE ANNOUNCEMENT: CONTINUING EDUCATION FOR WOMEN 

DW GW PROFESSOR ELECTED TO SECOND TERM AS PRESIDENT OF NATIONAL ASSOCIAION 
JL SPEECH OF MRS. LUCY BENSON, NATIONAL PRESIDENT OF LEAGUE OF WOMEN VOTERS 
JL COMMISSIONER OF INDIAN AFFAIRS LOUIS BRUCE TO SEPAK AT GWU 

DW REMARKS BY LLOYD H. ELLIOTT BEFORE WASHINGTON BOARD OF TRADE - JAN. 19, 1971 

DW ADDRESS BY SENATOR DANIEL K. INOUYE (D. , HAWAII) TUES. JAN. 26 

RM FRIENDS OF FIRST FEDERAL CONGRESS 

DW DETROIT SCHOOL SUPERINTENDENT TO DIRECT GW INSTITUTE FOR EDUCATIONAL LEADERSHIP 
JL DR. JULIUS AXELROD, TO SPEAK AT GWU CONVOCATION 
JL SESQUICENTENNIAL ART SHOW 

JS (MED.) DR. SAMUEL M. FOX APPOINTED TO GWU MEDICAL FACULTY 
MC (MED.) GW RESEARCHERS SELECTED FOR FRANCO-AMERICAN EXCHANGE 

FEBRUARY 

JL LITTLE MARY SUNSHINE AT GW 

DJ GW CENTER AND THEATRE DEDICATIONS RESCHEDULED 

DJ REPORT TO THE GW CAMPUS CONCERNING THE EVENTS OF EVENING OF FEB. 9 

V.P. ADMINISTRATION 

SD (MED.) CHALMERS TO SPEAK AT GW MEDICAL STUDENT RESEARCH DAY 

JL GW CONTINUTING EDUCATION FOR WOMEN NONCREDIT PROGRAM 

DW NEWS FROM WALKER AND DUNLOP - MORTGAGE FINANCING GW LIBRARY 

JL MERCE CUNNINGHAM AND COMPANY IN LECTURE - DEMONSTRATION AT GW 

JL SKETCHES IN IRON: SAMUEL YELLIN 

DW STATEMENT - NATIONAL LAW CENTER OF GWU 

JM PUBLIC SERVICE ANNOUNCEMENT - LITTLE MARY SUNSHINE 

MARCH 

JL GW "GEORGE CALLING" TELETHON TO BE MARCH 15 TO APRIL 8 
JL ISAAC ASIMOV TO SPEAK AT GW 

MK GW'S PTC RESEARCH INSTITUTE NAMES WALTER J. DERENBERG 1970 KETTERING AWARD 

JS (MED.) YALE RADIOLOGIST TO LECTURE AT WALTER REED 

MK GW PROFESSOR ROBERT G. DOXIN RECEIVES NEH SENIOR FELLOWSHIP 

MK GW ENGINEERING STUDENTS UNDERTAKE AUTOMOBILE POLLUTION PROJECT 

JL FIRST AMERICANS FIRST - AMERICAN INDIAN SYMPOSIUM AT GW 

JL E.K. MORRIS SYDNEY JAMES (PICTURE) ADMIRE PORTRAIT OF MRS. MARVIN 

JL PICTURE SUGGESTION - GW STUDENTS WORKING ON "GEORGE CALLING" TELETHON 

JL PICTURE SUGGESTION - AMERICAN INDIAN CEREMONIAL CELEBRATION 

DW NEW YORK ATTORNEY ELECTED TO UNIVERSITY'S BAORD OF TRUSTEES 

MC (MED.) GWU MEDICAL CENTER ANNOUNCES TWO ADMINISTRATIVE CHANGES 

DW KRAMER RELEASE (NATIONAL LAW SCHOOL - ULl) 

JS (MED.) GW MED STUDENTS PRESENT GOLDEN APPLES TO FACULTY 
MK UNIVERSITY SECURITY OFFICERS FROM NEW ORGANIZATION, ELECT OFFICIALS 


1971 


MARCH (CON'T) 

JL ART NEW OPENING 
JL HOME TOWNS RELEASES 

MC ENGINEERING FOUNDATION AWARDS GW GRANT FOR APPLICATION OF ffECHNOLQMjg| 
TO HEALTH SERVICES 

JL THE DEVILS TO BE PRESENTED IN DOROTHY BETTS MARVIN THEATRE, GW 
MC GW SEEKS JOBS DATA FROM ENGINEERING IN CLINICAL MEDICINE 
MC GW HOSPITAL FILLS INTERNSHIPS: DIRECT RESIDENCIES MATCHED 
EZ SHAKESPEAREAN SCHOLAR TO SPEAK 

APRIL 

JL GW DANCE CONCERT APRIL 22 AND 23 

HW, RM 25 UNDERGRADUATE DEPARTMENTS UNDER STUDY 

JL ELTON LECTURE IN PHILOSOPHY AT GW 

MK SCHOLARSHIP BENEFIT AND TEA TO ASSIST WOMEN Affl GW 

JL MARTHA'S MARATHON OF BIRTHDAY BARGAINS AT GW 

DW COMMUNITY INVOLVEMENT DISTRIBUTION SHEET 

JL ART NEW OPENING P.I.E.: FIVE 

JL PICTURE SUGGESTION-MARTHA ' S MARATHON OF BIRTHDAY BARGAINS, GWU 
JL ARCS TO HOLD DREAM AUCTION 

JL "THE MOON AFTER APOLLO XI" SIGMA XI LECTURE AT GW 



